From: 

Sent: 

To: 

Cc: 

Subject: 


Taugher, Helen (DPH) <Helen.Taugher@state.ma.us> 
Wednesday, March 10, 2010 3:52 PM 

Lobik Stephen; Hanchett, James (DPH); Taugher, Helen (DPH) 
Kevin Riordon 

RE: UMA Morrill 1 WMDPH Office 


I'll be in the office all day Friday (8-4). 
Helen 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: Wednesday, March 10, 2010 1:57 PM 
To: Hanchett, James (DPH); Taugher, Helen (DPH) 

Cc: Kevin Riordon 

Subject: FW: UMA Morrill 1 WMDPH Office 
Jim and Helen, 

Christopher ECS our hazmat consultant would like to come by Friday to take some samples to see what may be hot and 
what is not. Does this work with your schedule. Christopher will be taking small samples of tile, insulation and other 
building materials. Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C) 413-326-1651 

(F) 413-545-3684 

slobik@facil.umass.edu 

From: Christopher L. Godfrey [ mailto:CGODFREY@ecsconsult.com1 
Sent: Wednesday, March 10, 2010 1:29 PM 
To: 'Kevin Riordon'; Lobik Stephen 
Cc: Chris Coelho 

Subject: RE: UMA Morrill 1 WMDPH Office 

Kevin- any word back on time and date.ECS would like to do it Friday.as Thursday is now booked and not 

open 


From: Kevin Riordon fmailto:kevinr@dietzarch.com1 

Sent: Monday, March 08, 2010 3:45 PM 

To: Lobik Stephen 

Cc: Christopher L. Godfrey 

Subject: FW: UMA Morrill 1 WMDPH Office 

Stephen, 


l 


Folk OIG PRR 093545 











See scheduling request below from ECS for hazmat sampling... 


Kevin Riordon AIA 

Project Architect 

Dietz & Company Architects, Inc. 

17 Hampden Street 

Springfield, MA 01103 

(413) 733-6798 Phone 

(413) 732-4385 Fax 

www.dietzandcompanvarchitects.com 

Serving community values and client needs by shaping responsive architectural solutions. 


From: Christopher L. Godfrey [mailto:CGODFREY@ecsconsult.coml 

Sent: Monday, March 08, 2010 3:25 PM 

To: Kevin Riordon 

Cc: 'Christopher Coelho' 

Subject: RE: UMA Morrill 1 WMDPH Office 

Kevin- Can we schedule ECS to do the field inspection for 830am on Thursday or Friday of this week....either date works, 
let us know what works with you and Umass staff to get ECS into areas.. 

Thanks Chris 


Christopher L. Godfrey 
Senior Project Manager 



588 Silver St. 

Agawam MA 01001 

tel 413.789.3530 fax 413.789.2776 


cqodfrev@ecsconsult.com 
www.ecsconsult.com _ 

This electronic message and any attachment contains information from Environmental Compliance Services, Inc., which 
may be proprietary, confidential, privileged or subject to the work product doctrine and thus protected from disclosure. It 
is intended for the addressees only. If you are not an addressee, any disclosure or copying of the contents of the E-mail 
or any action taken (or not taken) in reliance on it is unauthorized and may be unlawful. If you are not an addressee, 
please inform the sender immediately. 


From: Kevin Riordon Fmailto:kevinr@dietzarch.coml 
Sent: Tuesday, March 02, 2010 1:37 PM 
To: Christopher L. Godfrey 
Subject: UMA Morrill 1 WMDPH Office 

Chris, 

We are approved to move forward on this project at Morrill Building for the Western MA DPH. I am going to be doing 
some field work tomorrow to get this moving. Let me know when you are available to do some sampling. I will have a 
better idea of the materials and construction we are dealing with tomorrow. Maybe we can meet briefly after that to talk 
about the materials. Stephen Lobik is the PM from Umass in charge of this project. You should also arrange thru him a 
time to do your sampling. 
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Kevin Riordon AIA 
Project Architect 

Dietz & Company Architects, Inc. 

17 Hampden Street 
Springfield, MA 01103 
(413)733-6798 Phone 
(413)732-4385 Fax 
www. dietzandcompanyarchitects. com 

Serving community values and client needs by shaping responsive architectural solutions. 
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